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storm, which Lists fiom one to three hours, md is accompanied by stiong winds I he month of August is generally the \vettcst in the MMr In 1895 the nunffill was estimated at from seventy
to eighty inches, but in thc following y<#r only fifty-nine inchw werfe recorded. Seasons of drought arc, however, iwtid to be of rarti occurrence.